ITEM# 
QTY 
PART# 
PART TITLE 


-1 
1 
RBW6320G11831-8G-1 
REACTION ASSY 
-3 
1 
RBW6320G11831-8G-3 
EXTRACTOR 
-4 
1 
RBW6320G11831-8G-4 
SPECIAL BOLT 
5 
3 
AN3-4A 
BOLT #10-32 
6 
3 
NASI149F0332P 
WASHER #10x1/32" THK 


NOTES: 
1) MATERIAL: N/A 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/■ 
X.XX = +/-0.01" / 
X.XXX = +/- 0.005" 


6 3 PL 


5 3 PL 


RBW6320G11831-8G MGB INPUT FLANGE REMOVAL PULLER 
{joy 


r 
+/-0.5 0 
/ +/-o.r 
x .x x x x = +/-0.0005" / +/-0.050 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) BREAK SHARP EDGES: N/A 
7) IDENTIFICATION: N/A 
8) ASSEMBLE AS SHOWN 
9) INSTALL ITEM -4 HAND TIGHT 
10) THE TOOL ASSY MUST BE PACKAGED WITH A DESICCANT BAG INTO A TIGHT FITTING SEALED PLASTIC BAG 
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